UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CASE NUMBER: 

OR160011 

OFFICIAL WARNING 

VIOLATION OF FEDERAL REGULATIONS 
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VIOLATOR: 

Zany Zoo Pets LLC 

Customer# 27401 

License# 92-B-0230 

ADDRESS (Street, City, State, ZIP Code): 

3815 Marshall Avenue 

Eugene, OR 97402 


The U.S. Department of Agriculture has evidence that on or about the date(s) listed below, you or your 
organization committed violations of the following sections of the Code of Federal Regulations, Title 9: 


Date(s): March 22, 2016 
§ 3.29(a) Feeding. (Direct) 

Guinea pigs and hamsters shall be fed each day except as otherwise might be required to provide 
adequate veterinary care. The food shall be free from contamination, wholesome, palatable and of sufficient 
quantity and nutritive value to meet the normal daily requirements for the condition and size of the guinea 
pig or hamster. 

§ 3.30 Watering. (Direct) 

Unless food supplements consumed by guinea pigs or hamsters supply them with their normal water 
requirements, potable water shall be provided daily except as might otherwise be required to provide 
adequate veterinary care. Open containers used for dispensing water to guinea pigs or hamsters shall be so 
placed in or attached to the primary enclosure as to minimize contamination from excreta. All watering 
receptacles shall be sanitized when dirty: Provided, however, That such receptacles shall be sanitized at least 
once every 2 weeks. 

§ 3.130 Watering. (Direct) 

If potable water is not accessible to the animals at all times, it must be provided as often as necessary for 
the health and comfort of the animal. Frequency of watering shall consider age, species, condition, size, and 
type of the animal. All water receptacles shall be kept clean and sanitary. 


Date(s): March 22, 2016 and September 10, 2015 
§ 3.125(c) Facilities, General. 

Storage. Supplies of food and bedding shall be stored in facilities which adequately protect such supplies 
against deterioration, molding, or contamination by vermin. Refrigeration shall be provided for supplies of 
perishable food. 
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§ 3.131(c) 

Housekeeping. Premises (buildings and grounds) shall be kept clean and in good repair in order to 
protect the animals from injury and to facilitate the prescribed husbandry practices set forth in this subpart. 
Accumulations of trash shall be placed in designated areas and cleared as necessary to protect the health of 
the animals. 


The above is not intended to be an all-inclusive list. Please know that you are responsible for ensuring that 
your facility, animals, and property are in compliance with the Animal Welfare regulations. Inspection 
reports can be found on APHIS’ website at: 

hUps'd/acissearch. aphis, usda. sov/LPASearch/faces/Warnina. jspx. 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and help 
prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and costly impacts that 
are detrimental to the public interest, APHIS is providing you with an Official Warning for the violation(s) described above. Any 
further violation of these federal regulations may result in the assessment of a civil penalty, criminal prosecution, or other sanctions. 
If you have any questions concerning this Official Warning or violation(s), please contact the APHIS official listed in this notice. 
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